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hicles parking illegally in the book drop 
area by increasing the parking space avail- 
able with a 12 minute time limit. 


Carried. 


A request for parking regulations in the 
1500 block of Forbes was discussed. A 
motion was made and seconded that the 
Board recommend to City Council ONE 
HOUR PARKING 6 A.M. to 2 A.M. south 
side and NO PARKING 7 A.M.-7 P.M. EX. 
SAT. & SUN. on the north side of 1500 
block of Forbes St. 


Carried. 


A motion was made and seconded that 
the Board recommend to City Council that 
the following regulation be changed: That 
STOP on Elizabeth at Shepard be changed 
to YIELD on Shepard at Elizabeth. This 


JANUARY 27, 1969 


due to Shepard ending at 1-496 one block 
south of Elizabeth Street. 


Carried, 


Board member Irion asked if a traffic 
count had been taken at Pennsylvania and 
Miller Rd. in reference to petition for a 
traffic signal at this intersection. Secre- 
tary stated this will be discussed at the 
next meeting. 


Board member Fraser asked about the 
future widening of Mt. Hope. 


There being no further business the 
meeting was adjourned at 9:45 P.M. 


Respectfully submitted, 


LANSING TRAFFIC BOARD 
Allen T. Hayes, Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, January 21, 1969 


Members present: Howard Lutz—1. 


Members absent: E. J. Baker, Dean Bat- 
tley, Carl Moore and Keith Norris—4. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting not called to order, quorum not 
present, 


Mr. Lutz interviewed applicants for 
home owners permits and some applicants 
for examinations, 


No official Board action and office closed 
at 9:00 p.m. 
Respectfully submitted, 


DONALD E, DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, February 18, 1969 


Members present: E, J. Baker, Dean 
Battley, Howard Lutz and Keith Norris—4. 


Members absent: Carl Moore—1. 


Inspectors present: Don Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


Minutes of last meeting were read and 
approved as read, 


John Fox applied for Master Journey- 
man’s examination. Application was ac- 
cepted and examination started. 


Harold Bureh applied for Master Jour- 
neyman’s examination. Application was ac- 
cepted and he will write at the next regu- 
lar meeting. 


Eldridge Hinman applied for Class “J” 
examination. The application was accepted 
and examination started. 


John Hudson submitted application for 
ye-instatement of his Class ‘“J’’ license. 
He was licensed here in 1964. 


A motion was made by Mr. Baker that 
John Hudson’s application be rejected and 
his check returned, as he is not a resident 
of Lansing, seconded by Mr. Lutz and 
passed, 


Howard Yoder of 318 Isbell applied for a 
home-owners permit to install a new ser- 
vice at that address, He presented no draw- 
ing and was requested to apply, with draw- 
ing, at the next regular meeting. 


Charles F. Lyons, 1224 E. Kalamazoo, 
applied for a home-owners permit to install 
a new service at that address. His drawing 
was complete and he answered questions. 


Motion was made by Mr. Lutz and sec- 
onded by Mr. Baker that the permit be 
granted. Passed. 


Thomas Joy applied for Class ‘J’? exami- 
nation. His letters of proof were not ac- 
ceptable, he was requested to have these 
letters corrected and re-apply. 


A motion was made by Mr. Lutz and 
seconded by My. Baker that examinations 
be given only four times each year here- 
after. The dates for 1969 will be March 
18, May 20, August 19, and November 18th. 
Passed. 


A motion was made by Mr. Lutz and 
seconded by Mr. Battley that the examina- 
tions be given in one room, large enough 
for all applicants, and under direct super- 
vision of the Board and an electrical in- 
spector, Passed, 


The Chairman called a recess for dis- 
cussion of information. Recess was ender! 
at 9:10 P.M. 


Motion was made by Mr. Lutz that th 
Secretary be authorized to send appearance 
notices to Ronald Stuart and Robert Saul 
to attend special meeting to be held on 
March 11, 1969. Mr. Saul to be present at 
7:00 P.M. and Mr. Stuart to be present at 
8:30 P.M. Motion seconded by Mr. Battley 
and passed. 


Meeting adjourned at 10:30 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary, 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, March 18, 1969 


Members Present: Dean Battley, Howard 
Lutz and Keith Norris—3. 


Members Absent: E. J. Baker and Carl 
Moore—2. 


Inspectors Present: Donald Deal, Ray 
Dwyer and Dale Hoover—3. 


Minutes of the last meeting were read 
and approved as printed. 


Lawrence L. Calkins and James F. 
Coven were present to write the examina- 
tion for Master Journeyman’s License. 
They were approved for examination and 
were permitted to start writing. 


William H. Allen was present to write 
the examination for a Journeyman’s Li- 
cense. He was approved and permitted 
to start. 


Jay Lower appeared before the Board 
for clarification of the status of his con- 
tractor’s license. He explained the situa- 
tion in detail. 


The Board, by unanimous vote, goes on 
record, that they find no conflict of interest 
pied and the license shall remain in 
‘orce. 


Mr. Edward Jamros was considered and 
Mr. Lutz made a motion that Mr. Jamros 
be permitted to write for the Journeyman’s 
license, seconded by Mr. Battley and passed. 


Mr. Howard Yoder reappeared, bringing 
his drawing and spot from the utility and 
requested a permit to install a new 100 
amp. service at his home, 318 Isbell Street. 
He answered questions satisfactorily. 


Motion made by Mr. Battley and sec- 
onded by Mr. Lutz that the permit be 
granted and passed. 


Mr. Frank Nowasacki applied for a per- 
mit to install a 100 amp. service at his 


home, 3108 Creston. He presented a draw- 
ing and spot and answered questions. 


Motion made by Mr. Lutz and seconded 
by Mr. Battley that the permit be granted 
and passed. 


Mr. Griffin of Consolidated Electric of 
Florida appeared to appeal a ruling made 
by one of the Inspectors He presented his 
—_ and explained his opinion of the situa- 
1on. 


The Board members read the Section of 
the Code that was in question and in- 
formed Mr. Griffin that, in their opinion, 
his {nterpretation of the Code was in- 
correct. 


Motion was made by Mr. Lutz and sec- 
onded by Mr. Battley that the Board sup- 
port the decision of the Inspector in his 
interpretation of Articles 400-3 and 400-4 
of the 1968 N.E.C. and passed. 


The Board then graded the examinations 
written at the last regular meeting. 


Mr. John Fox was found to have a pass- 
ing grade. 


Motion was made by Mr. Battley and 


seconded by Mr. Lutz that Mr. Fox be 
granted a Class M. J. License. 


The Inspectors field problems were dis- 
cussed at length. 


Meeting adjourned at 10:80 P.M. 


The Inspectors and one board member 
remained until the examinations were com- 
pleted. 

Respectfully submitted, 
DONALD E. DEAL, 
Secretary. 


TC 
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Mr. Russell reported on status of the 
redevelopment program. 


Mr. Backus read a letter sent to the 
Maintenance Men at the Waste Water 
Plant from the Committee on Personnel 
regarding reclassification, 


Received and placed on file. 


Mr. Russell reported on the budget hear- 
ing with the Mayor’s office. 
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Mr. Backus discussed progress on plans 
for the new pedestrian overpasses, various 
city projects and informed the Board that 
Mr. Arnold Dell, Chief Plumbing Inspector 
will retire March 7, 1969. 


Meeting adjourned at 8:57 P.M. 
Respectfully submitted, 


WILLIAM C. WAIDELICH, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Special Meeting, March 11, 1969 


Members Present: E. J. Baker, Dean Bat- 
tley, Howard Lutz, Keith Norris and Carl 
Moore—5b. 


Inspectors Present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Guests Present: Norman Farhat, Art 
Stock, Charles Staples and Dale Battley—4. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


Mr. Robert Saul and his attorney, Mr. 
William Jenkins, attended, as requested by 
the Board. 


Chairman Norris turned the meeting over 
to Mr. Farhat at 7:25 p.m. 


Mr. Farhat presented the charges and 
was answered by Mr. Jenkins who stated 
that Mr. Saul is licensed as a journeyman 
and was laid off creating a hardship on his 
family. Mr. Jenkins is of the opinion that 
no harm has been done to the City, but 
agrees that the practice of contracting 
without a license must not be continued. 
Mr. Saul readily admitted to the charges. 
He promises not to continue the violation. 
Mr. Saul also stated that he did not pay 
extra for the permits. Mr. Saul and Mr. 
Jenkins were excused at 7:50 p.m. by 
Chairman Norris. 


Mr. Farhat recommended that Mr. Saul 
be placed on probation. The Board dis- 
cussed all the possibilities. 


A motion was made by Mr. Battley, sec- 
onded by Mr. Baker, that Mr. Saul be placed 
on probation and so notified by letter. 


Passed. 


Mr. Ronald Stuart had been requested to 
be present to defend against charges and 
was admitted at 8:05 p.m. Mr. Stuart holds 
a contractor’s license as Consolidated Elec- 
tric of Michigan and represented himself, 


Mr. Stuart stated that he did obtain per- 
mits for Mr. Saul after being compelled, by 
lack of work, to lay him off. He admitted 
that Mr. Saul solicited the work and ac- 
cepted the money for performing the work. 
Mr. Stuart accepted only the cost of the 
permits from Mr. Saul. He promised not 
to violate again. Mr. Stuart was excused 
at 8:80 p.m. by Chairman Norris. 


Mr. Farhat recommended that Mr. Stuart 
be placed on probation. 


The Board discussed the situation for 
some time. 


A motion was made by Mr. Moore, sec- 
onded by Mr. Lutz, that Mr. Stuart and/or 
Consolidated Electric of Michigan be placed 
on probation and be so notified by letter. 


Passed, 
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Mr. Stuart was re-admitted and informed 
of the decision of the Board. He was also 
given 2 warning concerning the quality of 
work his men are performing. 


Mr. Stuart agreed to have all corrections 
completed before the 14th of March and will 
ake every effort to avoid any further vio- 
ations. 


APRIL 14, 1969 


Meeting adjourned at 8:45 p.m. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


PLANNING BOARD 
OF THE CITY OF LANSING 


Proceedings, December 3, 1968 


December 3, 1968 
7:30 P.M., Court Room 1 
Sixth Floor, City Hall 


Meeting called to order at 7:45 p.m, by 
Chairman Bretz, 


ROLL CALL 


Present: Bretz, Gaus, Heino, Pawlak, 
Reynolds—5. 


Absent: Black, Duncan, Fink—3. 


HEARINGS 
P-13-66 


S. Cedar Industrial Center, Preliminary 
Plat. 


Mr. Main of the planning staff discussed 
the proposed plat in regard to size, terrain, 
access, present zoning and street pattern 
proposed. 


Edward Bennett, 6900 Kingdon, spoke in 
objection because of noise, odors, ete. 


Mrs, Adams, 6835 Kingdon, asked about 
a buffer between the proposed industrial 
park and the residential properties. Mr. 
Main advised that the developer has pro- 
posed a buffer, a wall or planting strip. 
The Planning Board is currently consider- 
ing industrial standards which would apply 
more rigid standards in this type of in- 
stance. 


Rayburn Jarstfer, 6732 Kingdon, spoke 
in objection. 


Ray Steeb of the Lansing Metropolitan 
Development Authority questioned access 
off Willoughby. 


Mr. Kenneth Black arrived at 8:00 p.m. 
Matter referred to the Streets Committee. 


Z-113-68 


Mr. Jonathan Watts, petitioner, spoke in 
behalf of his petition to rezone property at 
the southwest corner of Main and Buffalo 
Streets from “B-1” Family to “F”’ Com- 
mercial districts. The site is proposed for 
construction of a day care center for chil- 
dren. He spoke in regard to the need for 
such a center, and that he felt it would be 
an asset for the community. 


No one spoke in objection. 


Matter referred to the Zoning Committee. 


Mr. David Dunean arrived at 8:05 p.m. 


Z-114-68 


Mr. Larry Daggett, petitioner, appeared 
in behalf of the petition to rezone property 
at 923 E. Paulson from “‘A-1” Family to 
“H” Light Industrial district. He stated 
he wishes to use the property for a sanitary 
landfill operation. He felt the best use of 
the land is to fill and use as industrial. He 
has 45 acres in total and the area involved 
would be 20 acres maximum. We have a 
sanitary landfill operating in the Township 
adjacent to site in question. 


Lawrence Schmalbach, 805 E. Paulson St., 
spoke in objection to the proposed rezon- 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, April 15, 1969 


Members present: E. J. Baker, Howard 
Lutz and Carl Moore—3. 


\ 
Members absent{ Dean Battley and Keith 
Norris—2. 


Inspectors present: Donald E. Deal, Dale 
Hoover and Ray Dwyer—3. 


Meeting called to order at 7:00 p.m. by 
Vice Chairman Baker, 


The minutes of the Last regular meeting 
were read and approved as printed. 


William Haynes, Jr., 885 Lincoln, ap- 
plied for the examination for Class “J” 
License. He presented proper proof of 
training and answered questions, 


Mr. Moore made a motion, seconded by 
Mr. Lutz that permission to write the ex- 
amination for a Class “J’’ license be grant- 
ed for May 20, 1969 and passed. 


Stuart A. Nolan, 924 West Street, ap- 
plied for the examination for a Class “J’’ 
license. He presented proper proof of 
training and answered questions. 


Motion made by Mr. Lutz that permis- 
sion to write the examination for Class 
“J”? license be granted for May 20, 1969. 
Seconded by Mr. Moore and passed. 


William D. Alberts, 816 Louisa, applied 
for permission to write the examination 
for a Class “MJ” license. He wrote the 
examination for his Class ‘J’ on November 
20, 1962 and had a passing grade and has 
been licensed continuously since that date. 


Motion made by Mr. Lutz and seconded 
by Mr. Moore that permission be granted 
to write the examination for a Class “MJ” 
license on May 20, 1969 and passed. 


Mr. Deal presented the problem that two 
local electrical contractors have applied 
for renewal of their license, but the Master 
Journeymen named on the application is 
licensed by the State and not registered 
locally. 


Motion made by Mr. Moore that all super- 
vision named as the Master Journeyman, 
for a local conrtactors license, shall be 
either licensed or registered locally, as the 
case may be, seconded by Mr, Lutz and 
passed. 


Mr. Clayton McCoy, 1709 N. Genessee, 
applied for transfer of his license from 
the State of Michigan to the City. A com- 
plete file was presented with the applica- 
tion. 


Motion made by Mr. Lutz and seconded 
by Mr. Moore that the license transfer be 
granted, and passed. 


The application from William O. Gibson, 
1501 Corbett, for renewal of his license was 
considered. His license expired April 30, 
1968 and was not renewed at that time. 


Motion made by Mr. Lutz and seconded 
by Mr. Moore that Mr. Gibson be requested 
to appear before the Board at the next 
regular meeting to answer questions, 


Passed. 


Mr. Marshall Luse, 6117 Hilliard, applied 
for a home owners permit to install a new 
100 amp service at his home, the above 
address. He presented an improper draw- 
ing and did not have a spot notice from 
the utility. He had not obtained the letter 
of instruction from the Board. 


Motion made by Mr. Moore and seconded 
by Mr. Lutz that the authority to grant this 
permit be delegated to the inspectors, after 
a proper drawing and spot is presented. 


Passed. 


Mr. Jerry Vercruysse, 2421 Fielding Drive 
applied for a home-owners permit to in- 
stall a new 100 amp service at the above 
address. This house is rental property and 
the permit was denied. 
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Mr. Dennis Smith, 1241 W. Northrup, 
applied for a home owners permit to in- 
stall a new 100 amp service at this home, 
the above address. He presented a drawing 
and spot and answered questions. 


Mr. Lutz made a motion that the permit 
be granted, seconded by Mr. Moore and 
passed. 


Examinations from the last regular meet- 
ing were checked and graded. 


MAY 5, 1969 


James F. Covan was found to have a 
passing grade on his examination for a 
Class “MJ” license. 


Motion was made by Mr. Moore and 
seconded that Mr. Covan be granted a 
Class “MJ” license. 


Passed. 


Meeting adjourned at 10:30 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


PLANNING BOARD 
OF THE CITY OF LANSING 


Proceedings, February 11, 1969 


Meeting called to order at 7:40 P.M. by 
Ramona Bretz. 


ROLL CALL 


Present: Black, Bretz, Gaus, Pawlak, 
Reynolds—5. 


Absent: Duncan, Fink, Heino—3. 


HEARINGS 
P-1-69 


Mr. Gregg Main, planning department 
staff, discussed the preliminary plat of 
Romayne Hicks Subdivision. The property 
proposed to be platted consists of approxi- 
mately ten acres of vacant land which 
surrounds the existing Howard Johnson 
Motel Restaurant development on S. Cedar 
Street. The developer proposes a ‘dog-leg’* 
cul de sac running from 8S. Cedar Street to 
the extreme southeast corner of the prop- 
erty. Eleven lots, of an average size of 
31,800 square feet are contemplated. The 
staff believes that the proposed street length 
is far in excess of the standard for cul 
de sac street. Therefore we are of the opin- 
ion that the street should either be extended 
south to Brookdale or be shortened to more 
nearly conform to standard (600-700 feet). 


No one appeared in regard to the above 
proposal, 


No one spoke in objection. 


Matter was referred to the Streets Com- 
mittee, 


Z-3-69 


Mr. Jack C. Krause, 221 W. Washtenaw, 
appeared in behalf of the petition to rezone 
property at 910 and 916 Center Street from 
“C-2” family residential to “D-1’’ profes- 
sional office district, The property is ir- 
regular in shape and contains approxi- 
mately 16,566 square feet. Present use on 
the site is a single family dwelling. 


Mr. Krause stated that they are pre- 
sently located at the business address of 
221 W. Washtenaw in the Edward G. 
Hacker, Building. He feels that this area 
can be improved considerably by construct- 
ing an office building on the site. The area 
under consideration is immediately north 
of the boundaries of the Central City De- 
velopment Complex, and within the Model 
Cities area, and Cedar Lareh Corridor 
Study. He also stated that it is likely that 
the public will not seek out this area to 
build. Directly across the street is the 
Lansing Ice & Fuel Co. of which there is 
land where there is rusting trucks, etc., 
to cause very much of a deterioration in 
the area. Property on both sides of Oak- 
land from that corner to the west across the 
bridge and northwest on Washington Ave- 
nue has been zoned for office use. This 
makes the area surrounded by industrial. 
Adjacent to the east lot line of this prop- 
erty is a new gas station. Ground has 
been prepared for this new gas station, 
which will be directly to the east. Directly 
south of Oakland, in the Larch and Cedar 
areas, light industry is advertised on real 
estate signs. 
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G. Manager’s Report: 


1. Manager Baer gave report on summer 
program of repair, cleaning and paint- 
ing. 


2. Operating statement, budget balance 
sheet and building rental report for 
April presented. 


JUNE 2, 1969 


H, Announcement: 


1. Next meeting to be June 17, 1969. 


J. Meeting adjourned at 8:45 p.m. 


DORTHA R. MEYERS, 
Recording Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, May 20, 1969 


Members present: Dean Battley, Howard 
Lutz and Keith Norris—3. 


Members absent: E, J. Baker and Carl 
Moore—2. 


Inspectors present: Donald E. Deal, Dale 
Hoover, and Ray Dwyer—3. 


Meeting was called to order at 7:05 p.m. 
by Chairman Norris. 


Minutes of the last meeting were ap- 
proved as printed. 


Edgar Donald Yauch, 2135 Holly Way and 
Thomas O’Day, 948 W. Miller Road both 
applied for examination for Class “J” 
License. Both presented proof of experi- 
ence, 


Motion was made by Mr. Lutz and second- 
ed by Mr. Battley that permission to write 
be granted and passed. 


Gerald Keefer applied for permission to 
write the “I.M.J.” examination. He pre- 
sented proof of experience. 


Motion was made by Mr. Battley and 
seconded by Mr. Lutz that approval to 
write be granted and passed. 


Stuart Nolan, William Haynes, Jr. and 
Thomas Benner appeared for examination. 
They had been previously approved to write 
and examinations were started in another 
room under supervision of Mr. Lutz and 
Mr, Hoover. 


William O. Gibson appeared, as requested, 
in reference to his expired license. His ex- 
planation was accepted by the Board. 


Motion was made by Mr. Battley and 
seconded by Mr. Lutz that renewal of Mr. 
Gibson’s Class “J’’ license be approved and 
passed, 


Paul Freze appeared, as requested, in re- 
ference to his expired license. His ex- 
planation was accepted by the Board. 


Motion was made by Mr. Battley and 
seconded by Mr. Lutz that renewal of Mr. 
Freze “Class J’ license be approved and 
passed, 


Glen E. Irwin appeared, to request re- 
newal of his expired license. His explana- 
tion was accepted by the Board. 


Motion was made by Mr. Battley and 
seconded by Mr. Lutz that renewal of Mr. 
Irwin’s “Class MJ” license be approved 
and passed. 


Leonard Powell, 222 E, Cavanaugh Road, 
appeared to request permission to write the 
examination for “Class J” license. He pre- 
sented proof of experience. 


Motion was made by Mr. Lutz and second- 
ed by Mr. Battley that approval to write 
be granted for the next examination night 
and passed, 


Jerry Harkness, 720 Princeton applied 
for a home owners permit to install a 100 
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amp service at his home, the above address. 
He presented a drawing, service spot and 
answered questions. 


Motion was made by Mr. Lutz that per- 
mit be granted, seconded by Mr. Battley 
and passed, 


Arthur Jones, 733 Julia, applied for a 
home owners permit to install a 100 amp 
service at his home, the above address. 
He presented a drawing and service spot 
and answered questions. 


Motion was made by Mr. Battley that 
permit be granted, seconded by Mr. Lutz 
and passed. 


George Lentz, 2106 Quenton, applied for 
a home owners permit to install a 100 amp 
service at his home, the above address. He 
presented a drawing, service spot and 
answered questions. 


Motion was made by Mr. Battley that the 
permit be granted, seconded by Mr. Lutz 
and passed. 


Raymond Smith, 912 Cooper, applied for 
a home owners permit to install a 100 amp 
service at his home, the above address. He 
presented a drawing, service spot and 
answered questions. 


Motion was made by Mr. Lutz that the 
permit be granted, seconded by Mr. Battley 
and passed, 


Lowell Richards, 228 Rumsey, applied for 
a home owners permit to install a 100 amp 
service at his home, the above address. He 
presented a drawing, service spot and 
answered questions. 


Motion was made by Mr. Battley that the 
permit be granted, seconded by Mr. Lutz 
and passed. 


William Gibson, 1501 Corbett, applied for 
a home owners permit to install a 100 amp 
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service at his home, the above address. He 
presented a drawing, service spot and 
answered questions. 


Motion was made by Mr. Lutz that the 
permit be granted, seconded by Mr. Battley 
and passed, 


William Down, 816 Drury Lane, applied 
for a home owners permit to install a 100 
amp service at his home, the above address. 
His drawing was incomplete and he did not 
have a service spot slip. 


Motion was made by Mr. Lutz that the 
inspector be authorized to issue the permit 
when Mr. Down presents a complete draw- 
ing and service spot, seconded by Mr. Batt- 
ley and passed. 


Richard Leseney, 1208 Vermont, applied 
for a home owners permit to install a 100 
amp service at his home, the above address. 
He presented a drawing, but not a service 
spot to match. 


Motion was made by Mr. Lutz that the 
inspector be authorized to issue the permit 
after Mr, Leseney presents a service spot 
that matches the drawing, seconded by Mr. 
Battley and passed. 


James Oakley, 1223 Allen, applied for a 
home owners permit to install a 100 amp 
service at his home, the above address. His 
drawing was incomplete and he did not have 
a service spot. 


Motion was made by Mr. Lutz that the 
inspector be authorized to issue the permit 
after Mr. Oakley presents a completed 
drawing and service spot, seconded by Mr. 
Battley and passed. 


Motion made to adjourn was passed at 
10:30 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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By Councilman Anas— 


Resolved by the City Council of the City 
of Lansing: 


That the attached vouchers as presented 
by the City Controller be allowed and the 
City Clerk be and she is hereby authorized 
to draw orders on the City Treasurer for 
the amount allowed each claimant, in the 
amount of $89,081.96. 


JOHN T. ANAS, 

JACK D. GUNTHER, 
LOUIS F, ADADO, 
WILLIAM A. BRENKE, 
HAROLD A. MOORE, 


Adopted by the following vote: 


Unanimously. 


INTRODUCTION OF ORDINANCE 


The fellowing Ordinance of the City of 
Lansing, Michigan providing that the Code 
of Ordinances be amended by revising Sec- 
tion 14-70 of Fire Code (Decorations, fur- 
nishings, drapes, stage scenery, types, and 
kind permitted; flameproofing according 
to specifications) was introduced by Coun- 
cilman Belen read a first and second time 
by its title and referred to the Committee 
on Ordinance and Contracts. 


JUNE 23, 1969 


Councilman May spoke about the speed 
limit on Sheridan Road from US-27 going 
north the speed limit is 85 miles per hour 
and would like to have it changed to 25 
miles per hour. 


Miss Pat Johnson, 636 W. Sheridan Road 
spoke on condition. 


Chief Husby spoke on this and said that 
this is being check by several agencies. 


Referred to Police Department and Traffic 
Engineer. 


Paul Keifer, Employee of Lansing Metro 
Lines spoke on bussing of students, ambul- 
ance service and subcontracting on radio 
work. 


Council adjourned at 8:30 P.M. 


THEO FULTON, 
City Clerk. 


Lansing, Michigan 


June 28, 1969 


F/B 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, June 17, 1969 


Members present: Dean Battley, Howard 
Lutz, Carl Moore and Keith Norris—4. 


Members absent: E. J. Baker—1. 


Inspectors present: Donald E. Deal and 
Dale Hoover—2. 


Meeting was called to order at 7:00 p.m. 
by Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed, 


Mr. Robert Stump, 1405 Robertson Ave- 
nue applied for a home-owners permit to 
install a 100 amp service at his home, the 
above address. He presented a drawing 
and service spot and answered questions. 


Motion was made by Mr. Moore, seconded 
by Mr. Lutz that the permit be granted and 
passed, 


Mr, Elden Rockafellow, 713 Shepard, ap- 
plied for a home-owners permit to install 
a 100 amp service at his home, the above 
address. He presented an incomplete draw- 
ing, but answered questions and had his 
service spot. 


Motion was made by Mr. Battley, second- 
ed by Mr. Moore that the Inspectors be 
authorized to issue the permit after Mr. 
Rockafellow presents a corrected drawing 
and passed. 


Mr. Joe Bogle, 6008 Coulson Ct., applied 
for a home-owners permit to install a new 
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100 amp service at his home, the above 
address. He presented a drawing and ser- 
vice spot and answered questions. 


Motion was made by Mr. Lutz, seconded 
by Mr. Moore that the permit be granted 
and passed. 


The examinations written at the last 
meeting were graded, William Haynes Jr. 
was found to have a passing grade. 
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Motion was made by Mr. Battley and 
seconded by Mr. Lutz that William Haynes 
Jr. be granted his Class “J’’ license. 

Passed, 


Meeting adjourned at 10:00 p.m. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF TRUSTEES 
POLICEMEN’S AND FIREMEN’S 
RETIREMENT SYSTEM 


Proceedings, June 17, 1969 


dune 17, 1969 

Lansing, Michigan 
Retirement Board Room 
8th Floor—City Hall 
3:00 P.M. 


The Board of Trustees met in regular ses- 
sion and was called to order by Vice Chair- 
man William Cochran. 


Present: Trustees Cochran, DeCair, 
Graves, Hufnagel and Young——5. 


Absent: Trustees Anas, Butler and 
Novello—3. 


Present: Raymond W. Burgess, Secre- 
tary. 


The minutes of the regular meeting of 
May 20, 1969 were received and placed on 
file. 


The Secretary reported 0 new members, 0 
reinstatements, 0 retired and 8 refunds 
since the last regular meeting bringing the 
total annuity savings fund to 485. 


The Secretary reported refunds made 
since last regular meeting amounting to 
$3,227.80 with retirement allowances paid 
for the month of May, 1969 amounting to 
$24,602.37. 


It was moved by Trustee Young, sup- 
ported by Trustee DeCair that the letter 
from Charles E. White, duty disability re- 
tiree, requesting repayment of pension 
funds from the period of February 1, 1969 
to date of reinstatement, be forwarded to 
the City Attorney for legal interpretation 
and advise the Board of his findings. 


Adopted by the following roll call vote: 


Yeas: Cochran, DeCair, Graves, Huf- 
nagel and Young—5. 


Nays: None. 


A letter from Dr. Robert C. June, M.D. 
regarding the retirement status of Ken- 
neth Swan, Police Department, was re- 
ceived and placed on file. 


No funds available for investment, 


$8,095,000.00 fixed income securities on 
hand. 


NEW BUSINESS 


A letter from the Personnel Director was 
received and placed on file. The letter stat- 
ing a scheduled meeting for 1:00 p.m. on 
Wednesday, July 2, 1969 between the 
Policemen’s and Firemen’s Board of Trus- 
tees and the City Council Committee on 
Personnel. The purpose of this meeting 
is for the discussion of the request for a 
ballot question relative to amending full 
pension eligibility based on twenty-five 
years of service rather than age. 


The Board Adjourned. 


RAYMOND W. BURGESS, 
Secretary, 


Policemen’s and Firemen’s 
Retirement System. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, July 15, 1969 


Members present: Dean Battley, E. J. 
Baker, Howard Lutz and Keith Norris—4. 


Members absent: Carl Moore—1. 


Inspectors present: Donald E. Deal and 
Ray Dwyer—2. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris, 


Minutes of the last meeting were read 
and approved as printed. 


Lyle Brooks applied for renewal of his 
Class ‘MJ’ License. His explanation for 
being late was accepted. 


Motion was made by Mr. Battley, sec- 
onded by Mr. Baker and Mr. Brooks license 
renewal be granted. Passed. 


Francis Sage applied for renewal of his 
“MJ” license. His explanation for being 
late was accepted, 


Motion was made by Mr. Baker, seconded 
by Mr. Battley that Mr. Sage license re- 
newal be granted. Passed. 


Mr. Sherrill Bongard of 1000 Brad St., 
Lansing, Michigan applied for a home 
owners permit to install a 100 amp service 
at his home, the above address, He pre- 
sented a drawing, service spot and answered 
questions. 


Motion was made by Mr. Lutz, seconded 
by Mr. Baker that the permit be granted. 
Passed. 


Mr. C. E. Virgin of 4414 Christensen, 
requested a home owners permit to install 
a temporary 60 amp service to be used 
Vee construction of an addition to the 
ome, 


Motion was made by Mr. Battley, sec- 
onded by Mr. Lutz that the permit be 
granted. Passed. 


Mr. Marvin Swanson of 337 N. Clemens, 
requested a home owners permit to install 
a 150 amp service at his home, the above 


address. He presented a drawing and ser- 
vice spot and answered questions. 


Motion was made by Mr. Lutz, seconded 
by Mr. Battley that the permit be granted. 
Passed. 


Mr. Donald Blount, 922 Dakin, applied 
for transfer of his Class ‘J’? License from 
another city. He provided proof of exami- 
nation and a satisfactory grade. 


Motion was made by Mr. Baker, seconded 
by Mr. Battley that the transfer of license 
be granted, Passed. 


Mr. LeRoy Davis, 4122 Brighton Drive, 
applied for re-instatement of his Class “J” 
License. His explanation was accepted. 


Motion was made by Mr. Lutz, seconded 
by Mr. Battley that his re-instatement be 
granted. Passed. 


Mr. Ray Kromer, 1119 Bement, requested 
a home owners permit to install a 100 amp 
service at his home, the above address. He 
presented a drawing and spot and answered 
questions, 


Motion was made by Mr. Battley, sec- 
onded by Mr. Baker that the permit be 
granted. Passed. 


Mr. Robert Bach, 3419 Davidson Drive, 
requested clarification of status. He has 
one and one half (144) years experience 
at electrical construction, four (4) years 
electrical construction with Navy C. B. 
Unit, six (6) months schooling on electrical 
theory. 


He is requested to work as an apprentice 
for one year and report back to this Board, 
The Board will want a report from his 
employer, concerning his ability to perform. 


Meeting was adjourned at 9:30 p.m. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, August 20, 1969 


Members present: Howard Luiz, Carl 
Moore and Keith Norris—3. 


Members absent: E. J. Baker and Dean 
Battley—2. 


Inspectors present: Donald E. Deal and 
Dale Hoover—2. 


Meeting called to order by Chairman Mr. 
Norris at 7:05 p.m. 


Minutes of the last meeting were read 
and approved as read. 


Mr. Joseph Raney and Jimmie Hill re- 
quested permission to write the examina- 
tion for a Class “J’’ License. 


Mr. James Mercer requested permission 
to write the examination for Class “MJ’’ 
License. 


All three men had been approved for 
examination at a previous meeting and 
were started under the supervision of Mr. 
Hover. 


Thomas Joy re-applied for the Class ‘‘J’’ 
examination. He presented new letters of 
experience, as requested by the Board. 


Motion was made by Mr. Moore, seconded 
by Mr. Lutz, that Mr. Joy be granted per- 
mission to write this exam at the Novem- 
ber 18, 1969, meeting. 


Passed. 


Jack William Lighthiser, 2105 Mary, ap- 
plied for an examination for a Class “J” 
License. His proof of training and experi- 
ence was not satisfactory and the Board re- 
quested him to gain one more year of 
experience. 


Al Scieszka of 1623 Moores River Dr. 
applied for a home owners permit to install 
a 150 amp. service at his home, the above 
address. He did not have a spot slip from 
the utility and his drawing was incomplete. 
He answered questions readily. 


Motion was made by Mr. Lutz, seconded 
by Mr. Moore, that the Inspector be author- 
ized to issue the permit after Mr. Scieszka 
presents a completed drawing and spot slip. 


Passed. 


Joseph Gross, 101 E. Thomas, applied 
for a home owners permit to install a 100 
amp. service at his home, the above address. 
He presented a drawing and spot location 
and answered questions. 


Motion was made by Mr. Moore, seconded 
by Mr. Lutz, that the permit be granted. 


Passed. 


Franklin Roberts, 1318 Massachusetts, ap- 
plied for a home owners permit to install 
a 100 amp. service at his home. He pre- 
sented a drawing and spot and answered 
questions. 


Motion was made by Mr. Moore, seconded 
by Mr. Lutz, that the permit be granted. 


Passed. 


Con Virgin, Sr., 4414 Christiansen, ap- 
plied for a home owners permit to install 
a 100 amp. service at his home. He pre- 
sented a drawing, spot and answered ques- 
tions. 


Motion was made by Mr. Lutz, seconded 
by Mr. Moore, that the permit be granted. 


Passed, 


Ronald Ranshaw, 5737 Kaynorth, applied 
for a home owners permit to install a 150 
amp. service at his home. He presented a 
drawing, spot and answered questions. 


Motion was made by Mr. Moore, seconded 
by Mr. Lutz, that the permit be granted. 


Passed, 


Jack Highfill applied for re-instatement 
of his license. He has been working out of 
State. The Board accepted his explanation. 


Motion was made by Mr. Lutz, seconded 
by Mr. Moore, that renewal of his Class 
“J”? License be approved. 


Passed. 
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Dick Dunlap, 517 Jason Ct., applied for 
examination for Class “J’ License. His 
proof of experience was not acceptable and 
the Board requested him to reapply in one 
year, 


Meeting was adjourned at 9:30 p.m. 


SEPTEMBER 2, 1969 


Mr. Lutz and the Inspectors remained to 
supervise the examinations. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


PARK BOARD 
OF THE CITY OF LANSING 


Proceedings, August 13, 1969 


The meeting was called to order by Presi- 
dent English. 


Present: English, DesRochers, Hewes, 
Kowalski, McFall, Powers, Sherry—T7. 


Absent: Fletcher—1. 


Minutes of regular meeting held July 9, 
1969, and Special Meeting held July 15, 
1969, were approved as written. 


COMMUNICATIONS 


Request for permission to install primary 
electric line in St. Joseph Park and Scott 
Park, by the Board of Water and Light. 


Referred to Parks Committee for recom- 
mendation at next meeting. 


Letter from City Council referred to 
Board from General Motors relative to pur- 
chase of property at Scott Park. 


Referred to Parks Committee. 


Letter from Mrs. B. Weintraub request- 
ing to place a stone border around head- 
stones and monument on cemetery lot in 
Evergreen Cemetery. 


By the Cemetery Committee— 


That the Park Board deny the request of 
Mrs. B. Weintraub to place a stone border 
around the monument and markers on her 
cemetery lot in Evergreen, same not being 
in accordance with our Cemetery Rules and 
Regulations. 


Carried. 


Request to remove body of Neal F. Potter. 
By the Cemetery Committee— 

That the Park Board grant the request 
for the removal of the body of Neal F. 
Potter from Sub. 6, Lot 42, Section B, Mt. 
Hope Cemetery, to the recently purchased 
family plot, Sub. 9, Lot 143, Section F, in 
Mount Hope Cemetery for reinterment. 


Carried. 


Letter from Raymond Guernsey, Plan- 
ning Director, suggesting acquisition of 
park site in Glenburne Subdivision. 


Referred to Parks Committee. 


COMMITTEE REPORTS AND 
RESOLUTIONS 
By the Building Committee-—— 

That the Park Board approve and accept 
the construction of the Red Cedar Starter 
House, Garage, Groesbeck Service Building 
and Oak Park Pavilion, dependent upon the 
check list being complied with. 


Carried. 


Cemetery Division report submitted. 


Placed on file. 


Parks Division report submitted. 


Placed on file. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, September 16, 1969 


Members present—Howard Lutz, Carl 
Moore and Keith Norris—3. 


Members absent—E, J, Baker and Dean 
Battley—2. 


Inspectors present—Donald E. Deal, Ray 
Dwyer and Dale Hoover—3, 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


Minutes of the last meeting read and 
approved. 


Mario Pasatto, 1016 Bement Street, ap- 
plied for a home owners permit to install a 
100 amp. service at his home, the above ad- 
dress. He had no drawing and no spot 
from the utility. He was given a letter 
of instruction and requested to re-apply at 
the next meeting. 


James Oakley, 1223 Allen, applied for a 
home owners permit to install a 100 amp. 
service at his home, the above address, He 
had his spot from the utility, but his draw- 
ing was incomplete. 


Motion made by Mr. Lutz, seconded by 
Mr. Moore, that the inspector be authorized 
to issue the permit when he presents a 
completed drawing. 


Passed. 


Kenneth Lance, 407 N. Clemens, applied 
for a home owners permit to install a 100 
amp. service at his home, the above address. 
He presented his drawing and spot from 
the utility, but admitted he is selling the 
home and will not live there. 


Permit was denied. 


James Johnson, 807 W. Kalamazoo, ap- 
plied for a home owners permit to install 
a 100 amp. service at his home, the above 
address. He presented an incomplete draw- 
ing and had no spot from the utility. 


Motion made by Mr. Lutz, seconded by 
Mr. Moore, that the inspector be authorized 
to issue the permit, after he presents a com- 
pleted, acceptable drawing and spot. 


Passed. 


Ron Jackson, 943 E. Paulson, applied for 
a home owners permit to install a 100 amp. 
service at his home, the above address. He 
presented a drawing and utility spot and 
answered questions, 


Motion made by Mr. Moore, seconded by 
Mr. Lutz, that the permit be granted. 


Passed, 


Bruce Cornett applied for re-instatement 
of his Class “J” license, His excuse was 
accepted by the Board. 


Motion made by Mr. Lutz, seconded by 
Mr. Moore, that his reinstatement be 
granted. 


Passed, 


The examinations from the last meeting 
were checked and graded. None of the ap- 
plicants had a passing grade. 


Meeting was adjourned at 9:30 p.m. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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NOVEMBER 3, 1969 


H. Announcements: 


1. Next meeting to be November 18, 1969. 
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I. Meeting adjourned at 9:10 p.m. 


DORTHA R. PILE, 
Recording Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, October 21, 1969 


Members present: Keith Norris, E. J. 
Baker, Howard Lutz and Douglas Jones—4. 


Members absent: Dean Battley—1. 
Guest present: Carl Moore—1. 


Inspectors present: Donald E. Deal and 
Dale Hoover—2, 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


New member, Douglas Jones, was wel- 
combed to the Board by Chairman Norris, 


Minutes of the last meeting read and 
approved. 


Mr. Douglas Munro, 5513 S. Waverly, 
applied for a home owners permit to in- 
stall a 100 amp service at his home, the 
above address. He presented a drawing, 
spot and answered questions. The location 
shown on the spot slip was questioned by 
the inspectors. 


Motion was made by Mr. Baker, seconded 
by Mr. Lutz that the permit be granted, 
subject to inspectors approval of the loca- 
tion on the building. 


Passed. 


Ivan Sanford, 1206 Reo Road applied for 
a home owners permit to install a 100 amp 
service at his home, the above address, He 
presented a service spot and sketch. The 
sketch was very incomplete and he was 
requested to complete it and re-apply at 
the next regular meeting, 


Mr. M. Seeds, 566 Hunter Blvd. applied 
for a home owners permit to install a 150 
amp service at his home, the above address. 
He presented a drawing and spot and 
answered questions. 


Motion was made by Mr. Lutz, seconded 
by Mr. Baker that the permit be granted, 


after inspectors checks drawing with util- 
ity. 


Passed, 


Mr. Clifton Clevenger, 213 Gier, applied 
for examination for a Class “J’’ license. 


His qualifications were considered and 
Mr. Lutz made a motion, that permission 
to write the Class “J” examination be 
granted, seconded by Mr. Baker and passed. 


Glendon Toaz, 1100 Mel Avenue applied 
for Class “J” examination. His qualifica- 
tions were considered and Mr. Baker made 
a motion, that permission to write the 
Class “J” examination be granted, seconded 
by Mr. Lutz and passed. 


Charles Delaney, 1020 Morgan, applied 
for Class ‘J’? examination. His qualifica- 
tions were considered and Mr. Baker made 
a motion, that permission to write the 
Class “J” examination be granted, second- 
ed by Mr. Lutz and passed. 


Paul Boutwell, 1531 J. Jenison applied 
for examination for Class “MJ” license. 
His qualifications were considered and Mr. 
Lutz made a motion, that permission to 
write the Class “MJ” license be granted, 
seconded by Mr. Baker and passed. 


Inspectors field problems were discussed 
at length and a sample of a new product 
by Arrow-Hart was examined. 


Meeting was adjourned at 9:30 p.m, 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


N/M 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, November 18, 1969 


Members present: Dean Battley, E. J. 
Baker, Douglas Jones and Howard Lutz—4. 


Members absent: Keith Norris—1. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Chairman Norris being absent, the secre- 
tary opened the meeting at 7:00 p.m. 


Motion made by Mr. Battley and second- 
ed by Mr. Jones that Mr. Baker act as 
temporary Chairman. 


Passed. 


The minutes of the last meeting were 
read and approved as printed. 


William H. Allen, Glenden W. Toaz, 
Charles W. Delaney, David E. Webert, Clif- 
ton S. Clevenger and Thomas R. Joy were 
approved to write the Journeyman’s ex- 
amination. 


Lawrence L. Calkins, Martin J. Town- 
senad and Paul H. Boutwell were approved 
to write the Master Journeyman’s examina- 
tion. 


Examinations were started in separate 
room, under the supervision of Mr. Hoover 
and Mr. Lutz. 


Mario Pascotto of 1016 Bement Street 
requested a home owners permit to install 
a 100 amp service at his home, the above 
address. He presented a drawing and 
utility spot and answered questions. 


Motion was made by Mr. Battley and 
seconded by Mr. Jones that the permit be 
granted. 


Passed. 


Ivan Sanford of 1206 Reo Road requested 
a home owners permit to install a 100 amp 
service at his home, the above address. He 


presented a drawing and spot and answered 
questions, 


Motion was made by Mr. Jones and 
seconded by Mr. Battley that the permit be 
granted. 


Passed. 


Harold Crawford of 1913 Dell Road re- 
quested a home owners permit to install 
a 100 amp service at this home, the above 
address. He presented a drawing and spot 
and answered questions, 


Motion was made by Mr. Battley and 
seconded by Mr. Jones that the permit be 
granted. Passed. 


Gary Richmond, employed by John Bean 
Company applied for examination for 
“Class I.M.J.” license. He presented docu- 
mented proof of experience, including ap- 
prenticeship training. 


Motion was made by Mr. Lutz and 
seconded by Mr. Battley that Mr. Richmond 
be granted permission to write the I.M.J. 
examination and to act as supervisor for 
John Bean Company until December 16, 
1969. 


Passed. 


Inspectors problems and National Electri- 
cal Code rules were discussed. 


Questions to be used for future examina- 
tions were considered and discussed. 


Meeting adjourned at 10:00 p.m. 

Mr. Lutz, Mr. Deal and Mr. Hoover re- 
mained until examinations were completed 
at 11:00 p.m. 

Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, December 16, 1969 


Members present: Dean Battley, Howard 
Lutz, Keith Norris and Douglas Jones—4, 


Members excused: E. J. Baker—1. 


Inspectors present: Donald E. Deal, Dale 
Hoover and Ray Dwyer—3. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Gary Richmond was approved to write 
the I.M.J. examination. 


Motion was made by Mr. Lutz and 
seconded by Mr. Battley that the permit to 
act as I.M.J. be extended thirty (30) days. 


Passed, 


Mr. Heatherington, 3317 S. Catherine 
Street, Lansing, Michigan applied for a 
home owners permit to install a 100 amp 
service at his home, the above address, A 
drawing and utility spot was presented. 


Motion was made by Mr. Lutz and 
seconded by Mr. Jones that the inspectors 
be authorized to issue the permit after 
corrections have been made to the drawing. 


Passed, 


Herbert Middleton, 4000 Strathford Ave- 
nue, Lansing, Michigan applied for per- 
mission to write the IL.M.J. examination. 
His qualifications being in order, the Board 
granted permission to write at the next 
examination night, February 17, 1970. 


Robert Kirk, Lansing, Michigan applied 
for I.M.J. examination. He presented 
qualifications and was questioned by the 
board. 


Motion was made by Mr. Battley and 
seconded by Mr. Jones that Mr. Kirk be 
given permission to write. 


Passed. 


Lyle Compton, 119 E. Elm Street, Lan- 
sing, Michigan applied for transfer of 
license from State of Minnesota to Lansing, 
Michigan. 


Motion was made by Mr. Lutz and 
seconded by Mr. Battley that this license be 
granted, based on his active Minnesota 
license, 


Passed, 


Joseph Scott, 812 Beulah Street, Lansing, 
Michigan applied for permission to write 
the Class “J”? examination. He presented 
proof of training. 


Motion was made by Mr. Jones and 
seconded by Mr, Lutz that permission to 
write the Class “J” examination be granted. 


Passed. 


Robert Seelman, 1612 S. Pennsylvania, 
Lansing, Michigan applied for a home own- 
ers permit to install a 100 amp service at 
a new home he is building at 6444 Hilliard 
Road, Lansing, Michigan. 


Motion was made by Mr. Battley and 
seconded by Mr. Lutz that the inspectors 
be authorized to issue the permit after a 
corrected drawing is presented. 


Passed. 


Alva Birtles, 1427 Sheldon applied for 
a home owners permit to install a 200 amp 
service at his new home, 1325 Otto Street, 
Lansing, Michigan. He presented a sketch 


and utility spot and answered questions. 


Motion was made by Mr. Battley and 
seconded by Mr. Lutz that the permit be 
granted, 


Passed, 


Fred Thomas, 821 Jessop, Lansing, Michi- 
gan applied for a home-owners permit to 
intall a 100 amp service at his home, the 
above address. He presented a drawing 
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and utility spot and answered questions. 
The drawing was incomplete and questions 
were not answered properly, Permit was 
not granted, 


Board graded examinations from the last 
meeting. 


Laurence L, Calkins had a passing grade 
on the Class “MJ” examination, 
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Charles W. Delaney, Glendon W. Toaz 
and David E. Webert all had passing grades 
on the Class “J’? examination. 


Meeting was adjourned at 10:00 p.m. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF TRUSTEES 
POLICEMEN’S AND FIREMEN’S 
RETIREMENT SYSTEM 


Proceedings, December 12, 1969 


The Election Inspectors, Ward Patterson 
and Leonard Labioda, and the Secretary, 
Raymond W. Burgess, met in the Retire- 
ment Office at 8:15 a.m. on December 12, 
1969 and submitted the following results 
for the Primary Election held December 8 
thru 11, 1969. 


We hereby certify that there were 228 
votes cast at the Primary Election held 
December 8 thru 11, 1969 for the nomina- 
tion of the candidates for the office of Fire 
Department Member Trustee for the term 
ending 12-31-74, and that the following 
is a complete statement of votes cast: 


Bruce Miller —......... 89 
Clifton Clevenger —......... 60 


Gary L. Thomas . 46 


Gordon Adsit ...- 81 
(Spoiled Votes) 00 «3 


TOTAL VOTES CAST _..228 


We hereby certify further that whereas 
the report of the election inspectors showed 
that there were four candidates placed on 
the ballot and that Bruce Miller and Clifton 
Clevenger received the highest number of 
votes cast, that their names be placed on 
the ballot of the General Election run-off 
to be held on December 15 thru 18, 1969. 


LEONARD D. LABIODA, 
WARD E. PATTERSON, 
Election Inspectors. 


RAYMOND W. BURGESS, 
Secretary. 
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